Entrance  to  the  First  Church  of  Christ,  Woodbridge, 
Connecticut.  The  parish,  organized  in  1738,  dedi- 
cated this  meeting  house  in  1833.  Type  of  New 
England  church  in  Greek  Revival  style.  Inside  is 
interesting  trompe  I'oeil  ceiling.  First  pastor, 
Benjamin  Woodbridge;  present  pastor,  George  Mc 
Lean  Milne. 
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